a ae ry 
Standards 


A SIMPLE ROTATING 


SIMPLE rotating molecular still, designed at the 
Bureau, makes possible the separation and purifi- 
cation of high-boiling-point materials by a distillation 
technique.! Operating at low temperatures, the molec- 
ular still separates these materials rapidly and effi- 
ciently, without exposing them to severe thermal de- 
composition. The rotating molecular still should be 
especially useful in petroleum research, where various 
distillation techniques are applied in studying byprod- 
ucts, and in biochemical and pharmaceutical work as 
a purification technique. 

Generally, the rotating evaporators and molecular 
stills which have been developed in recent years have 
some disadvantages because of their complex construc- 
tion, The rotating evaporators, when used as molecu- 
lar stills, are unsatisfactory in that the system either 
cannot be evacuated to the required low pressure, or, 
if lubricated joints are used, the lubricant may con- 
taminate the sample. Also, this type of apparatus is 
not readily adaptable to multiple stages for distillation. 
Molecular stills that make use of mobile films operate 
with an enclosed system, but are quite complex and 
more expensive than the rotating evaporators. The 
simplified molecular still, however, can be readily con- 
structed and easily operated. In addition, this ap- 
paratus separates materials more rapidly and efficiently 
than the batch (pot)-type and the falling-film type of 
molecular still used at the Bureau. 
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MOLECULAR STILL 


The essential features of the rotating molecular still, 
designed by G. S. Ross and L. J. Frolen, include two or 
more 500-ml glass bulbs connected in series, one or 
more glass ampoule s, an infrared lamp, a Dewar con- 
taining a refrigerant, and a motor for turning the ap- 
paratus. When in operation, the axis of the apparatus 
is inclined about 10 deg from horizontal. The glass 
bulb at the high end serves as the container for the 
sample, and the remaining bulbs act as collectors of the 
distillate. The glass ampoules in which the distilla- 
tion fractions are bottled are attached at the lower end 
of the apparatus. 

As the molecular still rotates at 1-2 rpm, the test 
sample continuously forms a thin surface film on the 
wall of the container. The infrared lamp heats the 
film, causing molecules to evaporate from the film’s 
surface. This technique has an advantage in that the 
bulk of the test sample remains cool, thereby limiting 
thermal decomposition. Under normal operation the 
sample is only a few degrees above room temperature. 

Gradually the vapor flows toward the adjacent col- 
lecting bulb, where it is condensed. The low tempera- 
tures are produced in a wide-mouth Dewar flask con- 
taining liquid nitrogen or a slurry of solid carbon 
dioxide in carbon tetrachloride and chloroform. The 
Dewar flask is placed directly under the collecting bulb. 

Repeatét ned in the same 
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Above: 
G, rings: C, entrance tube: D, J, 
sealing construction; M, ampoule; 


band clamps used as 
and N, motor. 


Right: 


Simplified rotating molecular still designed at the 


Bureau to separate chemicals that have high-boiling 
points. Besides providing simplicity of design and ease 
of operation, the apparatus separates these materials 


more rapidly and efficiently than conventional methods 
employing molecular distillation. 


flask to the adjacent bulbs. After the distillate melts. 
it is drained into a glass ampoule, which is then sealed 
off and removed. 

The rotating molecular still has been used to remove 
colored impurities and high-molecular-weight oxida- 
tion products from such materials as the halogenated or 


alkylated dimethylanilines and analogous anisoles. 
Also, high-boiling residues from crude chlorinated 


ethyl-benzene stocks 
with this apparatus. 


have been successfully purified 


For further details, 
still, by G. S. Ross and L. 
1959) RP2951. 


see A simple rotating molecular 
J. Frolen, J. Research NBS, 62 
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MANDELKERN 
RECEIVES 
FLEMMING 
AWARD 





R. LEO MANDELKERN, of the Polymer Struc- 
ture Section, has been selected to receive one 
of the Arthur S. Flemming Awards for 1958. The 
awards, sponsored by the W ashineton Junior Cham- 
| ber of Commerce and the American Security and 
Trust Company of Washington, are given annually 
|| to ten outstanding young men in the Federal serv- 
| ice; five each tevin the fields of Administration and 
|| Science. 
Dr. Mandelkern was cited for his 
achievements in scientific 


“outstanding 
research as demonstrated 
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In operation the apparatus is inclined about 10 degrees from the horizontal. 
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by the renege 5 he has made to the chemistry 


and physics of high polymers.” The award was 


prese nto at a a heon on February 19, 1959. 

Born in New York City in 1922, Dr. Mandelkern 
eraduated from Cornell University in 1942 with a 
B.A. degree in chemis try. After four years with 
the Army Air Force in World War II, he returned to 
Cornell, where he received his Ph. D. in chemistry 
in 1919, From 1949 to 1952, he was a post-doc- 
toral fellow at Cornell, performing basic research 
in the physical chemistry of high poly mers. 

Dr. Mandelkern joined the Bureau in 1952, and 
since then has been engaged in experimental and 
theoretical work on the kinetics of crystallization, 
melting, and glass transition in polymeric materials. 
He has also participated in a project to develop 
better methods of measuring the molecular weight 
of large molecules. 

In 1956, Dr. Mandelkern received the U.S. De- 
partment of Commerce Silver Medal for Meritorious 
Service. He is a member of the American Chem- 
ical Society, Sigma Xi, and the Cosmos Club of 
Washington. He has authored, or made major 
contributions to, over 40 papers in his field. 
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Manometer for Calibrating High-Altitude Pressure Devices 


4 N experimental 2-in.-range mercury manometer 
for calibrating pressure-sensing instruments used 

in present-day military aircraft has been deve loped by 
th Bureau under the sponsorship of the Wright Air 
Li-velopment Center. Designed for measuring pres- 
sures corresponding to altitudes above 60,000 ft, the 
manometer e mploys capacitance measurement as a 
means of sensing the height of its mercury columns. 
The Mechanical Instruments Section undertook the 

; present development to provide an improved calibra- 
1. tion standard for calibration of modern flight equip- 
ment, such as the air data computer, 
accuracy of 0.0002 in. or better. 


aiming at an 
The resulting mano- 
; meter achieves this accuracy by incorporating some 

features of 


ay 


more complex precision manometer in 
use at the Bureau.! 

(he manometer consists essentially of two mercury 
cisterns or cups connected by a flexible jointed tube. 


Right: Block diagram of the 2-inch 
range mercury manometer. 


mercury I 
calibrating high- ‘ 
altitude pressure-sensing _ instru- : 
ments. Manometer columns are two f 
mercury-filled cisterns. Capaci- | HYDRAULIC 
tances formed between cistern coy- 
ers and column tops are automati- 
cally balanced by the raising or 
lowering of one cistern. Difference 


Below: Two-inch range 
manometer for 
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between heights of the two cisterns 
is the pressure in inches of mercury. 
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One cistern is movable and is connected to a known 
pressure; the other is stationary and is connected to 
the pressure to be measured. 

The under surfaces of the elass covers of both Cis- 
terns are metal coated so that an electrostatic capaci- 
tance is formed between the top of each mercury 
column and the undersides of the covers. These ca- 
pacitances are balanced by raising or lowering the 
movable cistern; at balance, the difference heights 
between the two corresponds to the difference in height 
between the mercury columns, and is thus a measure of 
the unknown pressure. 

The positioning of the movable cistern to balance the 
capacitances is carried out automatically by a sup- 
porting piston. The operation is initiated by the volt- 
age generated by imbalance in a bridge circuit con- 
taining the capacitances. Upon amplification this 
signal is fed to a servomotor which drives a pump. 
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The pump controls the flow of oil to and from the 
piston, resulting in accurate adjustment of the movable 
cistern. 

Determining the difference in height of the cisterns 
involves a manual micrometer measurement. ‘Two 
micrometers, connected by a precision bubble-level, are 
positioned over the centers of the two covers of the 
cisterns. As the movable cistern is raised or lowered, 
the appropriate micrometer is adjusted keep the 
bubble-level horizontal. The micrometer reading, 
showing how far the cistern has been moved, is the 
pressure difference in inches of mercury. 

The manometer may be used to re culate rather than 
to measure pressure, as essentially the same capaci- 
tance-bridge servosystem can be adapted to manipulate 
a supply valve. 

Tests of a preliminary model show that the maxi- 
mum error in the bridge readings is 0.00011 in. Hg, to 
which should be added a systematic error in the 
height reading believed not to exceed 0.00005 in. Hg. 
The uncertainty is therefore taken as 0.00016 in. Hg. 


*See Precision resistance thermometry and _ fixed 
points, by H. F. Stimson, Temperature: Its measure- 
ment and control in science and industry, Vol II, p. 141 
(New York, N.Y., 1955). 
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HE Bureau has been studying the wind-induced 
vibration of wire conductors under the sponsor- 


ship of the Rural Electrification Administration 
(REA). Object of the study is to reduce vibration 
so that breakage and wear will be less likely to occur. 
The work has included a_ redetermination of the 
Strouhal number—a basic constant which allows vibra- 
tions to be predicted—and an evaluation of the ef- 
fectiveness of polyethylene sleeves as dampers. This 
research is part of a continuing program of technical 
assistance to the REA in which the properties of tele- 
phone and power lines are investigated. 

A study concentrating on the vibration of conductors 
became necessary with the introduction of long-span 
construction to provide economical service in rural 
areas. High tensions are used in such spans and re- 
sult in problems in the “wind belt” areas from the 
Dakotas to Texas and New Mexico. For example, 
vibration causes conductor wear at the ties and armor 
rods, and frequently results in breakage, especially 
in cold weather. It is believed, also, that many of the 
conductor breaks ascribed to ice and sleet storms actu- 
ally occur in conductors previously weakened by wind- 
induced vibrations. 

A vertical vibration, characterized by relatively high 
frequency, low amplitude, and short wavelength, has 
been observed in wire conductors for many years. This 
vibration occurs infrequently in the urban systems 
built with short spans under low tension. However, 
in rural areas with long-span, high-tension construc- 
tion, the vibration may occur almost continuously when 
steady winds prevail. When a wire in such a system 


Above: Test set-up for natural-wind vibration test on the 
roof of one of the buildings at the Bureau. Wires tested 
are the types most commonly employed as telephone and 
power lines. 
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is loaded in tension and fixed at the poles, it has cer- 
tain natural vibration frequencies. If an alternating 
force is applied to the wire at a frequency equal to one 
of these natural vibration frequencies, excessive vibra- 
tion is apt to result unless some kind of damping has 
been provided. 

Such an alternating force is produced by the distinct 
vortices in the wake of a wind on the leeward side of 
the wire. A dimensionless constant, the Strouhal num- 
ber, relates the frequency of this force to the velocity 
of the wind and the diameter of the wire. Strouhal 
number determinations therefore allow vibrations to 
be predicted and can directly aid in the selection and 
evaluation of dampers for telephone and power lines. 





Typical examples of abrasion and breakage caused by 
wind-induced vibrations in telephone and power lines. 


To determine the Strouhal numbers for several dif- 
ferent telephone and power-line conductors, R.R. 
Bouche and F. J. On of the Bureau’s engineering 
mechanics laboratories, performed a series of wind- 
tunnel tests. Strouhal number measurements were 
made on conductors stretched between pulleys across 
the test section of the wind tunnel. Dead weights pro- 
duced tension loads of 225 lb, 475 Ib, and 925 lb in 
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Summary of wind-tunnel tests 


Wire type Diam- | Strouhal Wind Measured 
eter number velocities frequencies 
CSR No. 2 7 in mph p 
randed) -_- 0. 325 0. 193 6 to 102 78 to 1, 067 
ypper No. 2 (8 
tranded) . 320 . 218 18 to 74 210 to 888 
CSR No. 4 7 
tranded 240 . 193 8 to 72 112to 983 
ypper No. 4 (solid 204 . 198 27 to 95 400 to 1, 567 
ypperweld 8A _ (3 
stranded). 199 . 184 27 to 64 550 to 1,033 
teel No. 12 (solid poly- 
ethylene coated) - 143 . 206 11 to 52 275 to 1,300 
e] No. 12 (solid) . 109 . 209 10 to 71 333 to 2, 367 
| opperply No. Q80 
| solid polyethylene 
oated) ~112 211 15 to 43 416 to 1,450 
pperwe ld No. 080 
solid) as OSO 210 14 to 43 625 to 2, 025 


the 8815-in. lengths of wire used. To detect the oc- 
currence of resonances in these tensioned wires, a 
Wheatstone bridge arrangement was made by cement- 
ing wire resistance strain gages to both the top and 
bottom surfaces of the wire along approximately 21 
in. of length near its fixed end. This bridge was con- 
nected through an amplification system into 
oscillographic recorder. 


an 


of the wind 
increased from zero. 


The velocity in the tunnel was slowly 
At the instant the wind, at a 
known velocity, excited a natural frequency in the wire, 
the Wheatstone bridge became unbalanced, producing 
a sinusoidal trace on light-sensitive film in the ose illo: 
grap hic recorder. As the frequency could be deter- 
mined from the oscillograph record, and the veloc ‘ity of 
the wind and the diameter of the wire were known, all 
the data necessary for calculating the Strouhal number 
were available. 


Equipment used to monitor behavior of telephone and 
power lines in wind-tunnel tests. 
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VELOCITY , mph 
Strouhal numbers obtained in tests of No. 2 copper wire 
at tensions of 925 and 475 lb over a wind velocity range 
of 18 to 74 mph. From the Strouhal number, the fre- 
quency of wind-induced vibrations can be determined. 


These tests show that the Strouhal number varies 
somewhat for different types of wire. For most of the 
conductors tested, the Strouhal number is a little 
greater than 0.185, the value that has recently been in 
common use. These determinations establish the rela- 
tionship between wind velocities and frequencies of the 
resulting vibrations. 

Preliminary studies of vibration by natural winds 
were carried out on No. 4 solid copper wire. An out- 
door test span was located on top of a building at an 
elevation of approximately 6714 ft above ground. 
This span was 327 ft long between pulleys and about 
10 ft above the roof level- 
the vicinity. 
weights. 


above most obstructions in 
Here also tension was produced by dead 


The wires were found to vibrate in the seme manner 
in the field as in the wind-tunnel tests, regardless of the 
length of the span. However, it is difficult to determine 
the Strouhal numbers in the field because of 
velocity fluctuations. The Strouhal number deter- 
mined under steady conditions, as in the wind tunnel, 
should therefore be used to compute either the wind 
velocity from the frequency measurement or the fre- 
quency from wind-velocity measurement. 

The field tests also indicate the effectiveness of poly- 
ethylene sleeve dampe rs in eliminating wind-induced 
vibrations. In carrying out damping comparisons with 
this outdoor span, a polyethylene sleeve was slipped 
onto one of two wire lines at 760 lb tension. The half- 
wave lengths of vibrations were determined by 
measuring the distance between several nodal points 
and taking the average. Vibration amplitudes were 
measured with microsc opes at the antinodal point near- 
est the pulley on the weighted end. 

The vibration of an undamped wire was found to be 
much greater than the vibration of an identical damped 
wire. In fact, the vibrations in the damped wire were 
so small that it was difficult to measure them quanti- 
tatively. Although these preliminary natural-wind 
vibration tests indicate the applicability of polyethylene 
sleeves, further tests are needed to determine optimum 
sleeve sizes and the economic feasibility of putting 
these dampers into service for various 
conductors. 


wind- 


types of 
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Fatigue Properties of 


High-Strength Steels 


N AN EFFORT to resolve some of the conflicting 

views concerning the effect of metallurgical structure 
on fatigue strength of steels, a comprehensive study 
was recently made at the Bureau. Experiments con- 
ducted in cooperation with the University of Maryland 
showed that retained austenite, in increasing amounts 
up to 10 percent, lowers fatigue strength.’ The tests 
also demonstrated that fatigue stressing transforms re- 
tained austenite to untempered martensite, which 
probably accounts for the deleterious effect. Results 
of the research are expected to have practical applica- 
tions in the processing of the high-strength steels used 
throughout industry. 

Although fatigue phenomena have been studied for 
more than a century, little work has been done on some 
of the metallurgical aspects of fatigue failure. The 
present study was undertaken in an attempt to learn 
how controlled variables—such as carbon content, 
tempering temperature, cooling method for hardening. 
and refrigeration—and dependent variables such as re- 
tained austenite and hardness are related to fatigue 
strength. H. E. Frankel and J. A. Bennett of the Bu- 
reau staff, and W. A. Pennington of the University’s 
metallurgy department conducted the investigation. 

Specimens were made of four low-alloy steels whose 
carbon contents ranged from 0.44 to 1.06 percent. 
They were tested on R. R. Moore-type, rotating-beam 
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Adjusted fatigue strength of the specimens is used to 


evaluate the effect of retained austenite. These data 
show that an increase in retained austenite decreases 
fatigue strength. 

-_ 
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Apparatus designed to polish metal specimens. The re- 
duced section is polished parallel to the longitudinal axis 
of the specimen. (Photo courtesy of IRON AGE.) 


fatigue-testing machines that were run at a maximum 
speed of 8,000 rpm. The machines operated until 
complete fracture occurred. 

Some preliminary experiments indicated that the 
usual method of preparing fatigue specimens can often 
mask surface metallurgical effects which may be of 
prime importance. Consequently, all of the specimens 
used in the investigation were prepared as follows: 
Each blank was ground and given a final polish, then 
copper-plated prior to heat treatment. After heat 
treatment and stripping of the protective coating, no 
further polishing was necessary, and the specimens 
were free from any surface changes induced by 
mechanical working. 

In order to investigate a number of variables with a 
reasonable number of specimens, an experimental plan 
was designed using only about one-quarter of all pos- 
sible combinations of material, quenching procedure, 
tempering procedure, and tempering temperature. 
The satisfactory analysis of such an experiment re- 
quires that the test results for each condition be ex- 
pressed by a single number; in this case the stress 
amplitude which caused failure in 10° cycles was used 
as a measure of fatigue strength. There was a strong 


Chemical composition of materials studied 


Percentage hy weight 


Steel C Mn sl Cr Ni M 
SAE 4340 0.44 0 67 0 7 0. 77 1 74 0. 20 
Tool steel #1 63 60 21 70 1.20 
lool steel #2 JSS 1. 51 28 ‘ 

SAE 52100 1. 06 0. 34 .19 1. 38 
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correlation between fatigue strength and hardness: so 
th data for each steel were adjusted to an average 
herdness before the effects of other 
e\ iluated. 

for each steel the adjusted fatigue strengths de- 
creased as the amount of retained austenite (deter- 
mined by X-ray diffraction analysis) increased. 
However, for the three higher-carbon steels there ap- 
peared to be a limiting value of approximately 10 
percent, beyond which no further decrease in strength 
occurred. Specimens, refrigerated before tempering, 
were observed to possess greater fatigue strengths than 
unrefrigerated specimens. These results indicate that 
reirigeration tends to reduce the amount of retained 
austenite, 

Measurements on tested specimens showed that not 
only does fatigue stressing transform retained austen- 
ite. but that the extent of the transformation depends 
on the stress amplitude. It is that this 


NEW NICKEL 


variables were 


suggested 


OXIDE 


transformation under may account for the 
damaging effect of retained austenite. 

\t the start of the investigation a basic assumption 
was made that alloying elements, other than carbon, 
do not have as much effect on fatigue strength as does 
the microstructure of the steel. The consistency of 
the results for the four steels of different alloy content 
confirmed the validity of this 


stress 


assumption. It was 
found that as carbon content is increased a higher 


hardness is necessary for equivale nt fatigue dient, 
Also, contrary to the results of previous investigators, 
no significant difference in fatigue strength was caused 
by using an interrupted quenc h. 


‘For further technical information, see Fatigue prop- 


erties of high-strength steels, by H. E. Frankel, J. A. 
Bennett, and W. A. Pennington, Trans. ASM, Preprint 


No. 121 (1958 

*Fatigue limit of SAE 1095 after various heat treat- 
ments, by Arthur C. Forsyth and Roland P. Carreker, 
Vetal Progr. 54, 683 (1948). 


STANDARD 


for spectrographic and chemical analysis 


NEW standard sample of nickel oxide powder is 
£4 now available from the Bureau. Analyzed and 
certified for nine minor and trace elements. the stand- 
ard is intended for checking and calibrating spectro- 
chemical and chemical methods employed in_ the 
analysis of high-purity nickel, particularly electronic- 
grade and electrolytic nickel. 

Nickel is available in many forms and, because of 
its hardness and resistance to corrosion and heat, has 
many electronic and_ electrical applic ations. For 
instance, nickel is used in support wires and rods, wire 
mesh for grids, wire for spark plugs, and_ plates 
(anodes). The thermionic properties of nickel are 
also of special interest to the electronics industry. 
Since these and other properties depend on chemical 
composition, the new standard should be of value in 
developing high-purity nickel materials. 

The new standard, NBS 673, supplements the nickel 
oxide standard samples NBS 671 and 672, issued in 
1957. All three samples have been prepared by a 
cooperative program between the Bureau and a task 
group of Committee F—1 of the American Society for 
Testing Materials. Similar to the other two. the new 
standard is designed primarily for application in the 
spectrographic analysis of nickel and nickel alloys by 
Tentative Method E 129-57T, Methods for Emission 
Spectrochemical Analysis, American Society for Test- 
ing Materials, 1916 Race Street, Philadelphia, Pa., 
1957. The three standards are also equally suited for 
chemical analysis. 

The analytical results of nine cooperating labora- 
tories, representing the Bureau and producers and con- 
sumers of nickel, are given on a provisional certificate 


of analyses. The standard has been analyzed and 
certified for cobalt. copper, iron, magnesium, manga- 
nese, silicon, titanium, aluminum, and chromium. 


The recommended values are given. 
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Composition of NBS standard 


No. 3 


sample 673, nickel oxide 


Co Cu F¢ Meg Mn Si i Al C1 


0.016 0. OO2 0. 029 0.003 0. 0037 0. 006 0. 003 0. 001 0. 0003 


The laboratories cooperating in this program are 
as follows: 


Chemical: 


National Bureau of Standards, Washington, D.C; 
W. B. Coleman and Company, Philadelphia, Pa; 
Sperry Gyroscope Company, Great Neck, N.Y; 
Superior Tube Company, Norristown, Pa; 
Sylvania Electric Products, Inc., Towanda, Pa. 


Spectrochemical: 


National Bureau of Standards, Washington. D.C; 

Bell Telephone Laboratories, Murray Hill, N.J; 

W. B. Coleman and Company, Philadelphia, Pa; 

The International Nickel Company, Huntington 
Works, Huntington. W. Va: 

The International Nickel 
Lab.. Bayonne, N.J: 


National Research Corporation, ( 


Company, Research 


‘ambridge, Mass. 


The nickel oxide standard is packaged in bottles 
containing 25 g and is available from the Standard 
Sample Clerk, National Bureau of Standards, Wash- 
ington 25. D.C. The fee is $8.00 per sample. A 
provisional certificate of analyses accompanying the 
standard sample lists the analytical results of the 
cooperating laboratories. 








RESEARCH ON 





FLUOROAROMATIC POLYMERS 


for high-tempe ‘ature and 


O OBTAIN solid polymeric materials having in- 

creased stability, the Bureau has been conducting a 
research program on the synthesis of fluorocarbons for 
the Navy Bureau of Aeronautics and the Office of Naval 
Research. Because most plastic and rubberlike mate- 
rials cannot withstand temperatures above several 
hundred degrees, they have only limited application 
for high- speed aircraft, ordnance equipment, and other 
types of high-temperature uses. However, it is be- 
lieved that totally fluorinated aromatic polymers would 
have greater resistance to high temperatures than any 
polymeric materials now available. For this reason, 
the NBS program, under the direction of Dr. Leo A. 
Wall of the polymer structure laboratory, is being 
guided toward production of aromatic fluorocarbon 
monomers—which can be used as starting materials 
and intermediates—and toward conversion of these 
substances to suitable polymers. 

The recent publication’** of methods for the syn- 
thesis of hexafluorobenzene (C,F,,) in reasonable yields 
and quantities, has greatly accelerated progress in the 
field of completely fluorinated aromatic polymers. 
Hexafluorobenzene is an excellent starting material for 
the syntheses of some new monomers and polymeric 
compounds containing the perfluorophenyl or per- 
fluorophenylene group. For the formation of polymer 
chains, derivatives of hexafluorobenzene that have at 
least two reactive functional groups are required. 
There are also structures contemplated in which the 
perfluorophenyl group is pendant (branch or side) to 
the polymer chains. For this purpose, monofunctional 
derivatives are also of great value. The uses of the two 
types of derivatives can be illustrated by consideration 
of two molecular structures. polyperfluorophenylene 


F I | I J I 


and poly (1,2,3,4,5-pentafluorostyrene ) 


H i Hi H H H 
( ( ( ( ( ( 
I I I I J I 
I f I I J I 
I I I 


The former, having a molecular weight of about 2,000, 
was prepared a few years ago from diiodotetrafluoro- 
benzene while the monomer of the latter was recently 
produced from pentafluorobromobenzene. 

The stringent and often conflicting requirements for 
attaining a combination of high thermal stability and 
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‘adiation-resistant materials 


plasticity (or rubberyness) in a material severely re- 
stricts the number of conceivable molecular structures. 
For example, linear flexible molecular chains, with a 
large number of configurational possibilities and strong 
chemical bonds between all the atoms in the molecule, 
are needed for the desired properties. A structure 
approac thing this ideal is polyperfluorophenylene ether. 
Conversely, polyperfluorodiphenylsiloxane has a bulk- 
ier structure with considerable steric hindrance be- 
tween the pendant pentafluorophenyl groups. It is 
evident that this polymer cannot be coiled without 
breaking bonds. 


Hexa ifl uorobenzene 


The simplest and mosi direct method of synthesizing 
appreciable amounts of he xafluorobe s‘nzene involves 
heating tribromofluoromethane.!| When the process is 
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Requirements for 
stable, yet flexible, aromatic 
fluorocarbons include strong 
bonding between all the atoms 
and a long chain permitting ex- 
istence in several configurations. 
For example, a high degree of 
flexibility is suggested by poly- 
perfluorophenylene ether, shown 
in both an extended (above) and 
coiled (left) arrangement. 


thermally 


Five aromatic fluorocarbons (left) synthe- 
sized by the Bureau. Crystals are diiodo- 
tetrafluorobenzene (left foreground), tetra- 
kis-pentafluorophenyl silane (right fore- 
ground), perfluorodiphenyl (left back- 
ground), pentafluorobenzoic acid (right 
background); and the liquid (center) is 
penta fluorophenol. 


The polyperfluorodiphenyl siloxane structure does not 
show a high degree of flexibility. The interfering penta- 
fluorophenyl groups greatly hinder the number of pos- 
sible configurations. The polymer could not be coiled 
without breaking bonds. 


conducted in a platinum furnace at 540° C and at 50 
to 265 psi aidan, yields of better than 55 pe a 
have been obtained at the Bureau.” 

\ number of suitable intermediate compounds for 
making high-temperature polymers have been prepared 
from hexafluorobenzene. In one method, pyridine has 
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been selected as the solvent because it promotes certain 
nucleophilic ( proton-seeking ) especially 
with oxygen-containing bases.* The addition of me th- 
anolic sodium hydroxide to the hexafluorobenzene-py- 
ridine solution produces pentafluoroanisole,® and the 
addition of solid potassium hydroxide to this same 
solution produces pe ntafluorophenol. * When alcoholic 
potassium hydroxide is used as the base, pentafluoro- 
phenol,  tetrafluorodihydroxybenzene, _ pentafluoro- 
phenetole, and a small amount of tetrafluorodiethoxy- 
benzene are obtained. In liquid ammonia, pentafluoro- 
aniline ° is produced from sodamide and benzene. 

Hexafluorobenzene can be readily reduced by hydro- 
gen with a platinum catalyst. The main products of 
this reduction, pentafluorobenzene and tetrafluoroben- 
zene, can be brominated to pentafluorobromobenzene 
and dibromotetrafluorobenzene or iodinated to the 
analogous iodides. Since these compounds contain 
readily displaced atoms—bromine or iodine—in active 
sites, they can be used to prepare other aromatic 
fluorocarbons that cannot be directly synthesized from 
hexafluorobenzene. This is a step nearer the produc- 
tion of improved heat-resistant polymers. 

Such reagents as methyl magnesium iodide can re- 
place one or two of the fluorines in hexafluorobenzene 
to produce 1.2,3,4,5-pentafluorotoluene, or one or more 
of the possible tetrafluoroxylenes. Since the hydro- 
carbon methyl group is easily oxidized to the carboxy- 
lic group, a relatively easy route to dicarboxylic tetra- 
fluorobenzene, another polyme r precursor, is obtained. 
Finally it should be noted that attempts to prepare such 
derivatives as sodium pentafluorophenyl have produced 
vigorous explosions. 

Work on the radiolysis of hexafluorobenzene has 
shown that in the presence of high-energy radiation, 
the major products are larger molecules similar in na- 
ture and quantity to those found in benzene that has 
been irradiated. Thus aromatic Snesieinihces appear 
to have the same high order of radiation resistance as 
aromatic hydrocarbons. At high temperatures these 
fluorocarbon polymers, such as polyperfluorostyrene, 
may be expecte -d to exceed the aromatic hydrocarbon 
polymers in radiation resistance. 


reactions, 


Pentafluorobromobenzene and Its 
Grignard Reagent 


The versatility of Grignard 
makes 


reagents (RMgBr) 
them suitable tools for synthesizing different 


a 
4é 








types of complex aromatic fluorocarbons. For ex- 
ample, the availability of the pentafluorophenylmag- 
nesium bromide will permit the eventual synthesis of 
many different and complex aromatic fluorocarbons. 
Pentafluorobromobenzene, which is obtained as a by- 
product in the preparation of hexafluorobenzene by 
pyrolysis, can be readily converted to a Grignard re- 
agent, which reacts with acetaldehyde to form penta- 
fluorop henyl-a-ethanol. This resulting alcohol can be 
dehydrated at 350° C by alumina pellets to 1,2,3,4,5- 
pentafluorosty rene. 

The preparation of perfluorostyrene, polymers of 
which are expected to exhibit good radiation resistance, 
is also an objective of the Bureau’s work. At present, 
coupling reactions involving Grignard reagents have 
proven unsatisfactory; however, reactions with the 
pentafluorophenyl Grignard and _ tetrafluoroethylene 
are being explored. Reactions of the Grignard with 
various alkyl iodides lead to exchange and not to the 
desired coupling. With cobalt chloride. the penta- 
fluoropheny! Grignard will react by coupling to form 
the pe rfluorodiphe nyl. 

A better synthesis of perfluorodiphenyl is by the Ull- 
man condensation of pentafluorobromobenzene in a 
sealed tube at 250° C. With the silicon tetrachloride 
and phosphorous trichloride, the Grignard has been 
used to give the tetrakis-(pentafluoropheny]) -silane 
and tris-( pentafluoropheny!) -phosphine. Reaction 
with tin tetrachloride and boron trichloride should 
readily produce similar derivatives. 













































Condensation of Aromatic Amidines 
or Nitriles 


It has been shown that aliphatic fluorinated com- 
pounds” such as the perfluoroalkyl nitriles and dini- 
triles react with ammonia to form perfluoroalkylami- 
nides or diamidines, and these condense to form poly- 
mers. An analogous reaction with aromatic substances 
would be pe sntafluorobenzonitrile (recently synthesized 
at the Bureau) and pe rfluorophthalyldinitrile forming, 
respectively, pentafluorobenzamidine and pe rfluoroph- 
thalydiamidine. Since the aliphatic polymeric ami- 


Scientist adjusts equipment for synthesis of hexafluoro- 
benzene. Synthesis involves pyrolysis of tribromofluoro- 
methane at 50 to 265 psi pressure. 
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Some of the compounds prepared from C,F;. Because 
numerous types of intermediate compounds can_ be 
formed from hexafluorobenzene, it is used as a versatile 
starting material in the synthesis of aromatic fluoro- 
carbon polymers. 


dines are benlol avon the triazine structure, corre- 

sponding polymeric structures resulting from the aro- 
matic amidines—and consequently incorporating the 
triazine—would have additional stabilizing resonance 
energy. This energy. created by the conjugated (i.e., 

having alternate double and single bonds) completely 
cyclic structure, would provide the amidine with 
greatly improved thermal stability. Then, too, the ma- 
terial would possess excellent rubber-like properties 
over a wide range of te mperature due to the numerous 
possible configurations i in which such a structure may 
exist. C omsbinations of an aromatic and an aliphatic 
perfluoroamidine may produce copolymers with other 
improved properties. 


er fluo roaromatic Ethers 


Sodium and silver pentafluorophenolates were pre- 
pared from pentafluorophenol. When the sodium de- 
rivative was thermally decomposed in a vacuum, the 
main products were an alkali-insoluble solid and a 
brown tacky gum. The white solid, when pure, melted 
between 163° and 165° C and is believed to be the ortho 
dimer of pentafluorophenolate, while the gum is be- 
lieved to be a low-molecular-weight polyether deriva- 
tive. Research is being continued to increase the 
molecular weight of this polymer. 

Kfforts to prepare the perfluorodiphenyl ether from 
the sodium pentafluoroether and hexafluorobenzene 
have been unsuccessful. Apparently the pentafluoro- 
phenol is a strong acid, and since its sodium salt is 
a neutral compound, the reaction mixture is not suf- 
ficiently basic to attract flourine from a hexafluoro- 
benzene ring. However, a small yield was obtained 
from the silver salt and hexafluorobenzene. 

Although attempts to pyrolyze the silver salt in a 
sealed tube at 200° C resulted in an explosive reaction, 
this same silver compound could be heated for several 
hours without detonation when a trace of iodine was 
added. It is possible that the iodine inhibits the 
formation or decomposition of perfluorodipheny! 
peroxide which might decompose explosively on 
heating. 

Unlike the sodium salts, the silver salts have the 
added property of photochemical decomposition and 
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Compounds synthesized from the Grignard reagent 
(C.F:MgBr). Derivatives of this substance are excellent 
intermediates in the preparation of potential high-tem- 
; perature-resistant fluorocarbon polymers. 


nay react to form polymers that it is not possible to 
sbtain with the sodium derivatives. A polymeric 
xlassy substance was obtained from silver pentafluoro- 
phenolate and trifluoroiodoethane after illumination 
with a 250-watt photoflood light for 6 hr. As yet, it 
is not certain whether this product is a polyperfluoro- 
ethylene, a polymer of perfluorophenoxytetrafluoro- 
ethylene, or some iodine compound. 

When the silver salt was pyrolyzed or decomposed 
by illumination. none of the dimeric products that were 
obtained with the sodium derivatives were observed. 
This result is probably due to steric inhibition caused 
by the large silver molecule. 

Numerous other fluorinated aromatic compounds 
are being studied. Each of the new materials synthe- 
sized is capable of further reactions to produce still 
more — perfluoroaromatic and related 
compounds. 
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Determination of Dielectric Constants of 
Pure Liquids 


“> PART of a Bureau program to obtain more pre- 
cise information on the dielectric properties of sci- 
entifically and industrially important pure liquids, the 
dielectric constant of deuterium oxide (heavy water)" 
has been determined with a high degree of accuracy. 
Although the a-c bridge method used in this determina- 
tion is not basically new, it incorporates several tech- 
niques and procedures, developed by C. G. Malmberg 
and A. A. Maryott, which extend the range and accuracy 
of the method, particularly when de aling with semi- 
conducting liquids. 

Evaluation of the results obtained with deuterium 
oxide and other liquids indicates that with suitable cells 
this method is generally useful for accurate measure- 
ments of the dielectric constant of liquids whose con- 
ductivity may range as high as 5 micromho/em. For 
liquids of low conductivity (10-° micromho/cm or less) 
an accuracy in dielectric constant approaching 0.01] 
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percent may be possible. This method is simultane- 
ously useful for adequate determinations of conduc- 
tivity down to 10-° micromho/cm. 

Determinations of the dielectric constant of deute- 
rium oxide were conducted at 5-deg intervals between 
k° and 100° C. These and corresponding values for 
ordinary water * were made at conductivities up to 
nearly 2 micromho/cm. Samples of heavy water con- 
taining 99.4-mole percent deuterium oxide were used 
to obtain precise data from which static values of the 
dielectric constant (e€) of deuterium oxide were de- 
rived. The data were reproducible to better than 
0.01 unit and the values are believed to be accurate 
to +£0.05 units or better. The temperature coefficient 
[the fractional change of dielectric constant with 
temperature, (1/e)(de/dt)] varies by less than 1.5 
percent between 4° and 100° C while the uncertainty 
in the measured values of this coefficient is believed 
to be less than 1 part in 100. 

A general survey of the literature on pure liquids * 
has shown that the dielectric constants of only a few 
liquids are known to better than 0.2 percent. In the 
usual case, the uncertainty is of the order of 1 or 2 
percent. The temperature dependence is, in general, 
correspondingly less well known—if at all. Consider- 
ing the sources of error involved, the discrepancies 
observed in the literature are probably the result of 
some combination of imperfections in the procedures 
employed and of impurity of the sample. 

Since the dielectric constant is a measure of the 
“displacements” that the electric charges inside a 
medium undergo when acted on by an electric field, 
a knowledge of the dielectric properties of a material 
can lead to understanding of its molecular structure 
and its physical and chemical behavior. Data on di- 
electric constants help the physical chemist, in particu- 
lar, to interpret various properties of solutions and 
to understand solvent effects as they influence reaction 
rates and equilibrium constants. Furthermore, a 
knowledge of the properties of heavy water is important 
in nuclear research. 


The Dielectric Constant 


The fundamental principle involved in the measure- 
ment of dielectric constants is that for a given charge, 
the field strength between the plates of a capacitor is 
inversely pore to its cnpactaniee —which is 


Schematic diagram (left, shasta of a bridge circuit and 
Wagner earth used for dielectric constant determina- 
tions. The a-c source is at the top, Z; and Z, designate 
the Wagner earth. In the bridge proper, R: and R, rep- 
resent the equal ratio arms; Ry and Cn, the variable 
standard resistance and capacitance; R and C, the fixed 
(“‘zero” balance) resistance and capacitance: and C,, the 
test cell. Left: Scientist balances the bridge with a cell 
mounted in the thermostat in foreground. Bridge net- 
work must be balanced to obtain data in the determina- 
tion of dielectric properties of material. 
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itself directly proportional to the dielectric constant 
f the medium between the plates. Practical deter- 
ninations on liquids are commonly made by measure- 
nent of the relative capacitance of a test capacitor 
vith air (or some other standard), and with the mate- 
ial under study between the plates. The dielectric 
constant, €,, of the material is then given by 


€z ~~ & ( GC. C. ) > 


where ¢, is the dielectric constant of air and C, and C, 
ire the capacitances for the material and _ air, 
respectively. 

The cells used for liquids are usually of the type 
with a fixed replaceable capacity. For “absolute” de- 
terminations, suitable bridge techniques with three- 
terminal cells can be used to advantage in obtaining 
linear correspondence of the measured capacity and 
dielectric constant. 

From a study of sources of error involved in meas- 
urements on liquids by bridge methods, certain pro- 
cedures and techniques were evolved to minimize the 
influence of these sources and to evaluate the required 
corrections. Among the factors considered were im- 
provement in cell design, evaluation of frequency- 
dependent and conductance-dependent errors, and 
specialized purification of the liquid as required. 

Checks made on the stability of the system were 
satisfactory in that they showed it to be stable within 
the precision achieved. 


Apparatus 


The test cell in these experiments, constructed of 
copper with tin surfaces and glass-teflon insulation, is 
a fixed 3-terminal capacitor of cylindrical shape. It 
is designed for stability, minimum temperature co- 
efficient, and maximum useful working capacity. The 
central high-potential electrode in the cell is supported 
by the guard electrode which, in turn, is enclosed in 
the guarded electrode generally maintained at earth 
potential. This arrangement differs somewhat from 
the more usual design in which the grounded electrode 
surrounds the guarded electrode and acts as a shield 
for the cell. With the present cell, less insulation is 
required, making construction simpler and more com- 
pact, and reducing the electrode-to-guard admittances. 

\ capacitance-conductance bridge network? pro- 
vided with a Wagner earth is used to measure the cell 
capacitance. The electrical source is a tuned-circuit 
oscillator variable from 30 cps to 200 ke and the 
detector is an audio amplifier or a regenerative re- 
ceiver with headphones. The ratio arms of the bridge 
are equal 1,000-ohm resistors and the balancing arm 
contains the standards—a precision variable capacitor 
in parallel with a high-quality variable a-c resistor. 
The “unknown” arm contains a resistor and capacitor 
in parallel. By suitable switching, the working capac- 
ity of the test cell can be connected in parallel with 
the “unknown” arm or with a branch of the Wagner 
earth to establish a “zero” balance of the bridge. The 
difference between these balances, as measured on the 
standard capacitor, is free of error due to the insu- 
lation and lead capacity of the cell. When corrected 
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Typical curve showing the influence of frequency-de- 
pendent error. Error caused by electrode polarization 
may be eliminated by use of a graph showing measured 
capacity plotted against the reciprocal of the frequency 
of measurement. When the graph is corrected for fre- 
quency-dependent lead-inductance error, the error due to 
electrode polarization can be eliminated by short-range 
extrapolation to infinite frequency. 


for the influence of other sources of effective capaci- 
tance, it is proportional to the dielectric constant of the 
medium in the cell. 


Reduction of Conductivity 


Since the errors dependent on conductivity are 
roughly proportional to its square, a low conductivity 
is required. In the case of the heavy water samples, 
the main impurity was found to be ordinary water. 
This is not particularly objectionable in so small 
quantity—0.6 mole percent—especially since the di- 
electric constants of water (H.O) and deuterium oxide 
(D.O) are very similar. Of much greater consequence 
as a source of error was the presence of minute 
amounts of ionizable impurity which raise the 
conductivity of the liquid. 

Objectionable impurities in the sample of heavy 
water were eliminated by using a two-stage still. 
Volatile acidic and basic impurities were retained in 
the still’s evaporators by chemical means. By re- 
circulating the purified distillate through the test cell, 
contamination by the cell itself was reduced and the 
conductivity brought within the desirable limits. 


Minimization of Errors 


Selection of the bridge network used was influenced 
primarily by the degree to which sources of error 
could be eliminated and the corrections for the re- 
maining error evaluated. Balance of the capacitance- 
conductance network is basically independent of fre- 
quency. Since effects of electrode phenomena and of 
unbalanced lead inductance show frequency depend- 
ence, their presence is evident and subject to evalua- 
tion from measurements made over a wide range of 
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Dielectric constant and temperature coefficient values for 
ordinary and heavy water 


These data are considered accurate to 40.05 unit 
€ Ve) (de/dt 
‘Temper- 
ture 
D,O H.O 1nO HLO 
C 
1 85. SS 86.15 4.6310 4. 5K 10 
15 SL. 62 S195 4.62 aE: 
25 77.94 78. 30 4. 61 $. 54 
50 69, 47 69. 91 4.59 4.53 
75 61. 96 02. 45 4. 57 4.53 
100 5. 2S 55. 72 4. 56 4.57 


frequency. Because its “zero” balance is practically 
independent of frequency, a comparative method for 
use of the bridge here shows a distinct advantage over 
the alternate substitution method. As a result, the 
magnitude of the frequency-dependent error becomes 
readily evident and may be evaluated by a semi-graphic 
procedure. 

The errors that depend primarily upon the 
balance are less evident but no less serious in their 
effect. They are associated with the various lead in- 
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Bonding of Gold 


i PROVIDE basic information on the mechanism 
- of ceramic-metal bonding, the bonding of gold to 
fused silica has been investigated at the 
work partially supported by the Navy Bureau of 
Aeronautics.: A clearer understanding of the bond- 
ing mechanism should be useful in obtaining stronger 
bonds between ceramics and metals. 

Ceramic-metal bonding includes such processes as 
elass-metal sealing, porcelain enameling, and the 
ceramic coating of alloy parts. The 
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sealing of glass 
to metal has been an important process for many years 
in manufacturing incandescent lamps. Similar glass- 
metal seals have been used for radio and television 
tubes, fluorescent lamps, and some types of particle 
accelerators. Porcelain enameling, which provides a 
decorative, as well as a protective, finish to such house- 
hold items as sinks, stoves, and bathtubs, depends on 
Also the ceramic 
resist corrosion and 


strong bonds for its successful use. 
coating of metals and alloys to 
oxidation at high temperatures, hinges on the forma- 
tion of a strong bond between the metal and the ceramic. 
In general, bonding theory has not kept pace with 
industrial applications. Even though numerous the- 
ories have been advanced to explain the mechanism 
of bonding, none have been widely accepted. The 
studies on “gold-silic ‘a bonding, recently conducted by 
DD. 4s. Moore and H. R. Thornton of the NBS staff, 
should prove useful in resolving some of these theories. 
The test specimens were prepared by melting gold 
pellets in vacuum on plaques of polished fused silica 
and then heating for 15 min at 1,100° C under various 
oxygen and air pressures. The effects of oxygen and 
air pressure, gold diffusion into the silica lattice, gas 
evolution, and surface roughening were analyzed to 
determine their significance to the bonding mechanism. 
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ductances, variations of reactance of the resistance 
standard, and any inequality of reactance of the ratio 
arms. The required corrections for these errors were 
determined by using a procedure which was essentially 
equivalent to measuring all capacities at zero con- 
ductivity. 

With semiconducting liquids such as deuterium 
oxide, sufficient stability of cell resistance to obtain 
precise capacitance balance is often difficult to main- 
tain. This may be due to various electrode phenomena 
and to contamination of the medium by the atmosphere 
or the cell material. When instability is unusually 
high, operation at higher frequency is indicated be- 
cause the bridge balance becomes more sensitive to 
changes in capacity and less sensitive to the resistance 
at increasing frequencies. 


‘For further ee see Dielectric constant of 
deuterium oxide, Malmberg, J. Research NBS 60, 
OMY 1958 ) ply Me 

* Dielectric constant of water from 0° 
Valmberg and A, A. 
(1956) RP2641, 

1. A. Maryott and E. R. Smith, Table of dielectric 
constants of pure liquids, NBS Circ. 514 (1951). 


to Fused Silica 


Bond strength was measured at room temperature with 
a shear testing apparatus. Examinations with a polaro- 
graph showed the silica to be substantially free of 
strain prior to testing. ; 

Gold diffusion was studied by a technique i in which 
the radioactive isotope of gold, Au" 
tracer. 


to 100° C, C. G. 
Varyott, J. Research NBS 56, 1 


'S’ was used as a 
After the gold pellet was removed from the 
silica plaque with aqua regia, the residual radioactivity 
indicated that gold had diffused into the silica lattice at 
relatively high oxygen and air pressures but not dur- 
ing vacuum heating. 

cris gold oxides are known to be unstable above 
250° C, the bonding and diffusion, which occurred 
only in the presence of oxygen and air suggests that 
molten gold will combine with oxygen under 
conditions. When a relatively small amount of the 
vold oxide diffuses into the silica lattice, a strong 
chemical bond appears to develop between the metallic 
vold and the gold-enriched layer of silica. Thus, a 
probable explanation for the adhesion is the forma- 
tion of a chemical bond between the metal and the 
ceramic. 

One bonding theory suggests that the ceramic be- 
comes mechanically locked to the metal by the forma- 
tion of “anchor points” at the interface. Electron- 
micrographs, however, showed only a very slight 
etching or pitting for the specimens treated in oxygen. 
Such an effect is insufficient to provide a strong 
mechanical gripping between the metal and ceramic. 


some 


Gold pellets used in studies on ceramic-metal bonding 
are melted on 14-in. diam. fused-silica plaques, 
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Schematic diagram of the shear test apparatus used to 
determine the bond strength between a gold pellet and a 
silica plaque. At room temperature, the shearing force 
varied from zero for pellets in a vacuum to 640 and 725 
psi for those heated in air and oxygen, respectively. 


mechanical interlock can be practically elimi- 
nated as a possible mechanism for de bonding. 

All specimens except those tested in vacuum showed 
gas occlusions present at the interface. Although the 
composition of the gas was not determined, it is prob- 
ab ry oxygen. 

\ the rmodynamic approach to bonding predicts a 
relationship between contact angle, which is a measure 
of wetting or spreading. and bond strength. However. 
no such relationship was found for specimens treated 
in oxygen and vacuum. 
in oxygen and 138 


Thus. 


The contact angles were 136° 
in vacuum, but the shear strengths 


SCRIBNER 
RECEIVES 


AWARD 


I OURDON F. SCRIBNER, Chief of the Spectro- 

chemistry Section and Acting Chief of the 
Spectroscopy Section, has received ‘the 1959 award 
of the Spectroscopy Society of Pittsburgh. Mr. 
Scribner was cited for “outs stan ding contributions 
to the science of spectroscopy.’ The award. 
sisting of a plaque and $300, was presented at the 
Society's meeting on March 5, 1959. 

Born April 15, 1910, in Westernport, Maryland, 
Mr. Scribner joined the Bureau in 1927, where he 
served for many years in the Spectroscopy Section. 
He received his B.S degree in from 
George Washington and his 
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Electron micrographs are used to study the fused silica 
surface from which gold pellets have been removed with 
aqua regia. (A) Typical appearance near the outer edge 
of the contact area; (B) area of lesser attack: and (C) 
peculiar craterlike attack at one location near the gold- 
silica-oxygen interface. 


were 640 psi and zero, respectively. 

Data from an additional experiment suggested that 
the contact angle in air is dependent on the lateral 
diffusion of gold oxide and that the angles measured 
after only 15 min of heating are not true equilibrium 
angles. Prolonged heating of specimens to test this 
hy pothesis was not pra tical because of crystallization 
of the fused silica 

For further technical details, see Effect of oxygen on 
the bending of gold to fused silica, by D. G. Moore and 

H.R. Thornton, J. Research NBS 62, 107 (1959) RP2942. 


M.S. degree in physical chemistry from the  niver- 
sity of adres n 1939. From 1942 to 1947, he 
supervised a group under the Manhattan Project. 
developing and applying spectrechemical methods 
to the analysis of uranium and related materials. 
In 1947 he was appointed chief of the Bureau’s 
newly formed Spectrochemistry Section, which has 
the responsibility for research and testing in spec- 
trochemical analysis and for the preparation of 
standard samples for calibration in this field. 

Mr. Scribner is a member of the American Chem- 
ical Society's panel on the Advances in Chemistry 
He has held several offices in the Washing- 
ACS, and served as editor of The Capi- 
tal Chemist for several years. 


Series. 
ton Section. 
He has also served 
y Committee of the 
Society for Testing Materials, and _ re- 
Award of Merit in 1958. He 
received the Department of Commerce Meritorious 
Service award in 1948. 

Mr. Scribner is also on the editorial board of 
Spectrochimica Acta, and is a member of the Wash- 
ington Academy of Sciences, the Instrument Society 
of America, and the Optical Society of 
He is the author of over 40 publications 
and applied spectroscopy. 
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American 
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